GEORGE W. AC30TT 


UNITED STATES DISTRICT COURT 
DISTRICT OF NEVADA 
RENO, NEVADA 


GERALD ARMSTRONG, ) 

) 

VS. ) 

) 

DAVID MISCAVIGE, et al. , ) 


PRESENT: 


EDWARD C. REED. JR. 


CV-N-97-670-ECR (RAM) 

MINUTES OF THE COURT 
DATE: May 22, 1998 

_U.S. District Judge 


Deputy Clerk: _ Oma L. Rose _ Reporter: _ NONE APPEARING 

Counsel for Plaintiff (s) _ NONE APPEARING 

Counsel for Defendant (s) _ NONE APPEARING 

MINUTE ORDER IN CHAMBERS 

1 /"*, - — A 

On April 20, 1998, (#9 and #10) defendants Religious Technology 

Center and Church of Scientology International filed motions to 
dismiss. On May 11, on motion of plaintiff, the Court extended the 
time for plaintiff to file oppositions to said motions to dismiss 
to May 11, 1998. Plaintiff has failed to respond to said motions 
within the time permitted by the order of the Court and rules of 
this court. 



IT IS. THEREFORE, HEREBY ORDERED that plaintiff shall have an 
additional period of 15 days from date of entry of this order 
within which to file responses to said motions and to show 
excusable neglect for having failed to timely respond thereto. 

In that plaintiff has received a lengthy period within which to 
respond to the motions, if he fails to comply with this order, the 
motions will be granted. The Court has reviewed the said motions 
and they appear to be facially well taken. 


LANCE a. WILSON,^CLERK 
Deputy Clerk 





















